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25X11 1. Cs ttt of 2,250,000 castnarks 
vere invested in the "HF" Plant for Telecoarenication in Berlin-Oberachoone- 
woide in 19S1. Righty percent of this anount 4 was used Tor tube procuction. 
Based on the planned prices, the turnover cf the plant was 36, 700, 000 saste 
marks for the perioc fron 1 Jnnuary 1952 until savenber st aad 


2. The 1°51 quota of 10,000 tube sets for the T- “2 television set was to be 
achieved or 15 Deceriber, and it was plannec Uv procuce an. acvitienal 3,000 tube 
7 - sets bry the enc of the vear as reo slacenents for non-acceptable tubes. 


3. The following Gelivery schedule of esting couipnent for tiovenbor and Uecenber 
as announced on 22 Hovenber 1 Sls 
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2 testing wires Ges eiumcen for U to @5.en 


3 power measuring § deviecs (Loistuntersssencer) for 2.2 to 9 ca 

5S tost transmitters LD 11 (Pruefsender } 

3 test tranaaittere LD 7 e ‘ 
7 gonioneters (Yerlustiinkelsesser) 

7? Pietd initienss ty meters (Teldstaerkencsser }, to Le on, 


The control frequency (Kontrol. 1frequent ) of tiese instruments will allejjetly 
ne changed from 10.5 em to 9.3 cn. Therefore, American Clystrons. (sic) 762 a 
are to be used. The frequency eee os are fron G te 10 om and from 16 to 12 cm, 
i% oregent, there are still difitcu ‘lties in the adjustnent of the parabolic 
reflector. 


hh, On 22 Nevember 1951, the department was crcercd to produce the following items 
‘in, December: 


970 leon of melybcenun wire 


240 I of tunceton ~ 1S « vire (sic) 
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